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ACTION HEW-08 

INFO OCT-01 NEA-05 ISO-OO SCI-06 EB-11 RSC-01 DRC-01 /033 W 

051779 

R 270846Z FEB 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 9939 
INFO USDOC WASHDC 
AMCONSUL BOMBAY 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS NEW DELHI 2799 

E.O. 11652: N/A 
TAGS: TBIO IN 

SUBJECT: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: STATE 37128 

1. AS INSTRUCTED, THE EMBASSY HAS NOTIFIED THE DIRECTOR GENERAL, 
HEALTH SERVICES, GOI MINISTRY OF HEALTH AND FAMILY PLANNING, THAT 
THE DESERET PHARMACEUTICAL COMPANY IS WITHDRAWING ITS INTRAVENOUS 
CATHETER PRODUCTS AND CAREFULLY EXPLAINED THE REASONS FOR THIS 
RECALL, AS WELL AS THE FACT THAT NO DEATHS OR INJURIES HAVE BEEN 
RECORDED. 

2. WE HAVE ALSO INFORMED DR. P B MAZUMDAR, MEDICAL SUPERINTENDENT 
GOBIND BALLABH PANT HOSPITAL OF THE ABOVE. 

3. BOTH HAVE BEEN REQUESTED TO BRING THIS MATTER TO THE 
ATTENTION OF PHARMACEUTICAL FIRMS, HOSPITALS AND ALLIED 
INSTITUTIONS IN INDIA. 

4. WE HAVE ALSO EXAMINED OUR FILES ON U.S. COMPANY 
AGENCY REPRESENTATION RELATIONSHIPS AND HAVE NO RECORD OF 
ANY LOCAL REPRESENTATIVE FOR THE DESERET PHARMACEUTICAL 
COMPANY, SANDY, UTAH. IF DESERET HASOTHER COMMERCIAL 
OUTLETS TO INDIA E.G. THROUGH SOME COMBINATION EXPORT MARKET 
HOUSE, PLEASE ADVISE.MOYNIHAN 
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